To:  Morin,  Jeff[Morin. Jeff@epa.gov];  pcampbell3@csc.com[pcampbell3@csc.com] 

Cc:  Web  CMS  Support[Web_CMS_Support@epa.gov] 

From:  Davis,  Tim 

Sent:  Tue  8/1 1/2015  7:44:33  PM 

Subject:  RE:  Can  you  do  an  immediate  redirect  of  the  Gold  King  Mine  page? 


Definitely  unpublish  it  if  that’s  what  it  takes!  © 


From:  Morin,  Jeff 

Sent:  T uesday,  August  1 1 , 201 5 1 :44  PM 
To:  pcampbell3@csc.com;  Davis,  Tim 
Cc:  Web  CMS  Support 

Subject:  RE:  Can  you  do  an  immediate  redirect  of  the  Gold  King  Mine  page? 


I think  so...  Tim? 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Patrick  K Campbell  fmailto:pcampbell3@csc.com1 

Sent:  Tuesday,  August  11,  2015  3:42  PM 
To:  Davis,  Tim 

Cc:  Morin,  Jeff;  Web  CMS  Support 

Subject:  Re:  Can  you  do  an  immediate  redirect  of  the  Gold  King  Mine  page? 


OK  guys,  this  is  in  place  and  showing  on  wcms,  but  is  taking  its  time  propagating  to  www2.  Can  I 
unpublish  the  region  8 page?  I think  that  may  get  it  to  stick.  If  it  doesn't,  I'll  immediately  re-publish  so  it's 
not  a dead  link.  Is  that  OK? 

Patrick  Campbell 

Senior  Environmental  information  Analyst 

Scientific  Policy,  Program  Planning  and  Regulatory  Support 

CSC  (www.csc.com) 

6361  Walker  Lane,  Suite  300,  Alexandria,  VA  22310 
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O:  (703)461-2049  | F:  (703)  922.6826  [ pcampbeH3@csc.com 


This  is  a PRIVATE  message.  If  you  are  not  the  intended  recipient,  please  delete  without  copying  and 
kindly  advise  us  by  e-mail  of  the  mistake  in  delivery.  NOTE:  Regardless  of  content,  this  e-mail  shall  not 
operate  to  bind  CSC  to  any  order  or  other  contract  unless  pursuant  to  explicit  written  agreement  or 
government  initiative  expressly  permitting  the  use  of  e-mail  for  such  purpose. 


From:  "Davis,  Tim"  <Davis.Ti  m@epa.gov> 

To:  Web  CMS  Support  <Web  CMS  Support@epa.qov> 

Cc:  "Morin,  Jeff  <Morin.Jeff@epa.qov> 

Date:  08/1 1/2015  03:15  PM 

Subject:  Can  you  do  an  immediate  redirect  of  the  Gold  King  Mine  page? 


Hi  everyone! 

http://www2.epa.Qov/goldkinqmine  is  finally  live  now. 

So,  we’d  love  to  have  http://www2.epa.aov/reqion8/qold-kinq-mine-release-emeraencv-response  redirect 
to  http://www2.epa.gov/qoldkinqrnine  immediately. 

Thanks!! 

--Tim 
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